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Wiring Diagram of 
BRS Family Sawing Machine Motor 
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Wiring Diagram of 

BY and BZ Family Sewing Machine Motors 
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221 MACHINE ELECTRICAL SYSTEM 
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Wiring Diagrams of Connections to Series 3 ond Series CA6 Motors, 
used with Singer 221-1 Machine. 
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